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Configuring Sites, Systems, and Users 


This chapter provides instructions for changing the default login password 
and defining your own MAT sites, systems, and users. Only MAT system 
administrators have authorization to perform these tasks. 


Changing the Default Login Password 


The default login password (Admin) should be changed immediately after 
MAT is installed to ensure security. Follow these steps if you have not 
already changed the password within “Validating the MAT Installation” on 
page 41. 


1 If MAT is not already running, follow these steps to start MAT and login 
using the default login password: 
* ChooseMAT from thePrograms list in thStart menu. 
The MAT login dialog box appears. 
e Enter the default system administrator user ID and password: 
User ID: Admin 
Password :Admin 


Note: For security purposes, the password does not appear 
as you type it in the Password field. 


e ClickOK. 


After MAT accepts you r ID and passw ord, the MAT Navigator 
window opens. 
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2 In the Navigator window, choose Change Password from the 
Security menu to open the Change Password dialog box. 


Figure 22 
Change Password dialog 
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Enter the old password in the Old Password field. 

Type a new password in the New Password field. 
Retype the new password in the Confirm Password field. 
Click OK. 


A message box informs you that the password was successfully 
changed. Click OK. 
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MAT will require the new password the next time you log on. 
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Site and system administration 


The system administrator defines the sites and systems that appear in the 
Navigator window. Sites and systems must be defined before users can 
connect to a system and perform maintenance tasks. A site typically 
represents a physical location containing one or more systems. Systems may 
be defined as Meridian 1 or non-Meridian 1. The Navigator Configuration 
menu allows the system administrator to add, change, and delete sites and 
systems. 


Note: For more information about the Navigator and System windows, 
see “MAT Navigator and System Window” on page 81. 


Adding a site 


You can add any number of sites to the Navigator window. 


1 In the Navigator window, choose Add Site from the Configuration 
menu. The Site Properties window appears (Figure 23). 


Figure 23 
New Site Properties sheet 
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2 


Fill in the Site Name and Short Name fields (these are required fields). 


The Site Name appears in the Navigator tree. The Short Name is an 
abbreviated site name that displays in the Alarm Banner. 


In the Site Location box, fill in the site address information. 


In the Contact Information box, fill in the contact name and related 
information. 


To add a new system to this site: 
e Click Add System. 
e Follow the instructions for “Adding a system” on page 53. 


When you have finished entering Site information, click one of the 
following buttons to add the site to the Navigator tree: 


— OK adds the site and closes the property sheet 


— Apply adds the site and leaves the property sheet open (you may 
repeat steps 2 through 4 to add another site) 


Cancel closes the dialog box without adding the site. 
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Adding a system 


You can add as many systems (including non-Meridian | systems) to a 
site as your license permits. You must have administrator privileges to 
add a system. 


1 In the Navigator window, select the desired site. 
Note: |f you are adding a new system from within the New Site 
Properties window, skip to step 3 in this procedure. 

2 Choose Add System from the Configuration menu or the right mouse 
button pop-up menu. 


3 In the Add System dialog box, select the type of system you want to 
add (for non-Meridian 1 systems, select “Other”). Then click OK. 


Figure 24 
Add System dialog box 
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4 Click the System Properties—General tab (Figure 25) enter the 
System Name and Short Name (required fields) and other information 
as needed. Click Apply. 


You can make system location and contact information the same as 
site information by clicking the Same as Site checkbox. 


Note: Bolded fields indicate required information. To change a value, 
edit the field or select a different item from a field popup menu. An 
arrow within a field indicates a drop-down list of choices. Press the 
arrow to select from the list. For more detailed information, refer to the 
on-line help. 


Figure 25 
System Properties—General tab 


ampio Sin . Sample Sprem - Spem Properlesr 
General | Cramiriraäera | Syaten [lais | Appease | Curran | 
Spvtem Klee Shea Meme Sime Tose 


Feder L canines 


‘ FP Sgr a Sate 
HIET 
Ba pea o 








P0868359 Standard 5.7 October 1997 


Configuring Sites, Systems, and Users Page 55 of 162 


5 Click the System Properties—Communications tab (Figure 26). 


This tab defines the types of communications profiles that may be 
applied to system applications (one profile may be used for multiple 
applications). 


Figure 26 
System Properties—Communications tab 
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6 To add a new communications profile, click Add. Select a 
communications type from the Type box and enter a Profile Name, 
then click OK. 

Figure 27 


Add Communications Profile dialog box 
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The Communications tab re-appears. 
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7 Fill in the communications information for the new profile: 


For Ethernet: Select the appropriate network protocol. Enter the IP 
address that you configured on the Meridian 1. Click Apply. 


Figure 28 
System Properties—Communications tab—Ethernet Profile 
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For PPP: Enter all modem parameters and dialup information. Select 
PPP in the Modem Script text box. Set the IP address to the local IP 
address, as configured on the Meridian 1. Click Apply. 


Figure 29 
System Properties—Communications tab—PPP Profile 
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For Serial: Enter all modem parameters and dialup information. Select 
the appropriate value in the Modem Script text box. This will usually be 
“None” unless a specific value is defined for your system. Click Apply. 


Figure 30 
System Properties—Communications tab—Serial Profile 
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8 Click the System Properties—System Data tab (Figure 31). Enter 
the machine/system type and release version for the system and 
enable or disable M1 packages. 


Note: You can copy this data directly from an installed switch by 
scheduling an upload with the File menu Update System Data 
command in the System window. Update System Data uses the 
communication profile for Station Administration. However, you should 
configure the Release number here first to allow available applications 
to show up properly in the Applications Tab. 


Figure 31 
System Properties—System Data tab 
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Click the System Properties— Applications tab (Figure 32). 


This tab defines the MAT applications that will appear in the System 
window and the communications profile to be used with each 
application. You must enable an application for it to be available in the 
System window. 


To enable an application: 
e Select the application in the Applications box. 


* Select a Communications Profile from the drop-down list in the 
Selected Application box. 


A checkmark appears next to the application and the Enabled 
box is also checked. 


To disable an lication: 
* Select the application in the Applications box. 
e Inthe Selected Application box, click the Enabled checkbox to 
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remove the checkmark. 


Figure 32 
System Properties—Applications tab 
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10 Click the System Properties—Customers tab (Figure 33). 


This tab lists the customers currently defined for this Meridian 1 
system. You may add new customers, delete customers, or review the 
properties of a selected customer. When you add a new customer, you 
configure the Meridian 1 features and numbering plans that are 
available to the customer. This information it is not automatically 
updated on the Meridian 1 and must be updated by using LD15 
customer data block. 
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Note: Customer information is required for System 
Administration/CPND and ESN applications. 


Figure 33 
System Properties—Customers tab <syscust.tif> 
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11 To add a customer: 
* Click Add in the System Properties—Customers tab. 


* Select the General tab, in the Customer Property sheet 
(Figure 34) and fill in the customer information. 


Note: Enter User information in the Scheduler System ID text 
box if you are using applications with scheduled activities, such 
as Station Administration/CPND, ESN, Traffic, and Call 
Accounting. 


Figure 34 
Customer property sheet, General tab 
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e Select the Features tab (Figure 35), and fill in the customer 
information. 


Figure 35 
Customer property sheet, Features tab 
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* Select the Numbering Plans tab (Figure 36), and fill in the 
customer information. 


Figure 36 
Customer property sheet, Numbering Plans tab 
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e When you have finished entering customer information, click 
one of the following buttons to save the information: 


— OK adds the customer and return to the System properties 
sheet. 


— Apply adds the customer and leaves the Customer tab 
open so that you may add other customers. 


Cancel closes the dialog box without adding the 
customer. 


12 To delete a customer, click Delete in the System 
Properties—Customers tab. A delete confirmation box opens. Click 
OK. 


13 To modify customer information, click Properties in the System 
Properties—Customers tab. The Customer property sheet opens. 
Modify information in the appropriate tabs and click OK. 
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14 In the System properties sheet, click one of the following buttons: 
— Apply adds the system and leaves the dialog box open. 
— OK adds the system and closes the dialog box. 
— Cancel closes the dialog box without adding the system. 


— Help provides on-line help. 
The new system is added to the tree under the selected site. 


Changing site information 


You can change any information about a site, including the site name, 
address, and contact. You must have administrator privileges to change site 


information. 
1 In the Navigator window, select the desired site. 
2 Choose Properties from the File menu or the right mouse button 


pop-up menu. The Site Properties dialog box opens to the General tab. 


3 Bolded fields indicate required information. To change a value, edit the 
field. Consult the on-line help for details on any field. 


4 To add a new system to this site, click Add System, and fill in 
information for the new system. See “Adding a system” on page 53. 


5 Click one of the following buttons: 
— Apply saves the information and leaves the dialog box open. 
— OK saves the information and closes the dialog box. 
— Cancel closes the dialog box without saving. 


— Help provides on-line help. 


Changing system information 


You can change any information about a system or its communications 
connection. You must have Administrator privileges to change any system 


information. 

1 In the Navigator window, select the desired system. 

2 Choose Properties from the File menu or the right mouse button 
pop-up menu. 


The System Properties window opens. 
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3 


Select the tab containing the information you wish to change. 


Bolded fields indicate required information. To change a value, edit the 
field or select a different item from a field popup menu. An arrow within 
a field indicates a drop-down list of choices. Press the arrow to select 
from the list. Consult the on-line help for details on any field. 


Click one of the following buttons: 

— Apply saves the information and leaves the dialog box open. 
— OK saves the information and closes the dialog box. 

— Cancel closes the dialog box without saving. 


— Help provides on-line help. 


Deleting a site or system 


You must have administrator privileges to delete a site or system from the 
Navigator window. A record of the deletion is stored in the PC event file. 


WARNING: Deleting a site also deletes all of its systems. 


1 


In the Navigator window, select the site or system. 


To delete all sites and systems, select the Sites icon at the top of the 
tree. 


Choose Delete from the Edit menu. 


Click OK to confirm. 
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Changing your password 
You can change your password at any time. If your password has expired, 


MAT prompts you to enter a new password when you attempt to log on. 


1 In the Navigator window, choose Change Password from the 
Security menu to open the Change Password dialog box (Figure 37). 


Figure 37 
Change Password dialog 
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Enter your old password in the Old Password field. 

Type a new password in the New Password field. 
Retype the new password in the Confirm Password field. 
Click OK. 


A message box informs you that the password was successfully 
changed. Click OK. 
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Configuring MAT Users 


MAT allows you to create User Templates to speed the process of adding 
users. A template is a form that you fill in to define most aspects of a certain 
kind of user, such as their level of access to sites and systems and automatic 
connection to particular systems. You can create as many user templates as 
you need. You will assign a template to individual users when you add users 
to the MAT database. 


Creating a User Template 


1 In the Navigator window, choose MAT Users from the Security menu 
to display the MAT Users window (Figure 38). 


Figure 38 
MAT Users window 
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2 Choose Templates from the Configuration menu. The User 
Templates window appears (Figure 39). 


Figure 39 
User Templates window 
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3 Choose Add Template from the Configuration menu. The New 
Template property sheet appears (Figure 40). 


Figure 40 
New Template property sheet 
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4 Enter a name for this class of user. 


For each site, system, and application in the tree, use the right mouse 
button popup menu to assign user privileges (Read-write, Read-only, 
or No Access). Select the Administrator box, if appropriate. The site 
and system icons change to reflect the access level. 


Note: Access privileges defined for sites or systems at higher levels 
in the tree structure are applied to all subordinate items. For example, 
if a user has Read-write access privileges for a system, the user also 


5 Enter values in the User ID and Password text boxes to allow this class 
of user to connect to this system without having to enter User ID and 
Password. 


6 Click OK. Close the User Template window. 
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Adding a User 


1 In the MAT Users window, choose Add User from the Configuration 
menu. 


The New User property sheet appears (Figure 41). 


Figure 41 
New User property sheet 
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2 Enter a User ID, and from the Access Template drop-down list, select 
the template that you will use as the basis for this user definition. 


3 Fill in other data as required. 


4 Click the Change Password button to change the MAT login 
password for this user only. 


5 Click OK. The new user appears in the MAT User window. Close the 
MAT User window. 
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Deleting a User Template 


A user template can only be deleted when all associated users of that template 
are either deleted or re-assigned to another template. 


Restricting User Access Permission Levels 


A user can be restricted from having access to sites, systems and applications. 
However, when a user is defined as being restricted from any access to all 
sites, systems and applications, i.e., the Navigator, the user will, in fact, be 
able to see all the sites and systems in the Navigator tree and have read-only 
access to their properties but opening a system will only result in a System 
Window with no applications visible. 


Sites and Systems Displayed in User Templates 


When adding or modifying a user template, only systems that have 
applications enabled are presented. If no applications are enabled for any 
system within a given site, the site and system(s) will not appear in the 
Template Properties. 
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